Certificate 


This is to certify that 


Wolf GmbH 
Heiz-, Klima- und Solartechnik 
Industriestraße 1 

- 84048 Mainburg 


-has introduced and applied a Manage- 
ment System for Occupational Health 
and Plant Safety, that complies with the 
requirements of the Occupational Health- 
and Risk-Management System -OHRIS-. 


This Management System also fulfills the 
“Guidelines on occupational safety and 
health management systems, ILO-OSH 
2001“ as well as the “National Guidelines 
on Occupational Safety and Health Man- 
agement Systems". 


Certificate No. 
09-00107 


This certificate is valid until 
March 03, 2022 


Landshut, April 30, 2019 


(Ll Haselbeck 


Regierungspräsident 
Regierung von Niederbayern 





